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Proposal: CAN 48 
January 7, 1957 


STATEMENT OF WORK 
PATCH CABLES FOR 3-CHANNEL 
DATA-REDUCTION EQUIPMENT FOR 
USE WITH SYSTEMS 1 AND 3 


The Contractor proposes to supply all engineering, labor, facilities, 
and materials necessary to fabricate, test and ship the following sets of 
patch cables to use in test and check-out of the racks of the 3-channel 
data-reduction equipment used with Systems 1 and 3. 


I. Ten (10) sets for A Racks. 

2. Ten (10) sets for Bl and B2 Racks. 
3. Fourteen (14) sets for C Racks. 

4, Fifteen (15) sets for D Racks, 

5. Seventeen (17) sets for E Racks. 


6. Sixteen (16) sets for F Racks. 
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